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I  he  I  in. lie  to  the  IMiihitU'lplii.i  Sidia  (.mu-  llu'  wick  dI  Itl).  (»  whin  Frilfial  |u<lgi‘  |.  (UilU'ii 
(iaiu-v  hiinileil  tl<»wii  linrs  loialin^  .SI,7K7,(MMI  for  torpoiaU'  tlclcndanis  and  SIH7.0(Hf  for  indi- 
>idual  didi'iidants  in  ihc  ^ovi'inincnl  ant iirusl  cases.  .Si'ven  indiiidnals  were  sentenced  to 
.)(>  ila\s  in  jail,  while  ‘J.S  olhiis  leieiied  snspendeil  senienies  ol  the  same  ainonni  and  were 
|)la(i‘d  on  |)i(>l)ation  lot  a  peiiod  ol  li\e  seats. 

)ndj>i  (.atiiA  exalted  the  tttaxittiittn  s.aO.OOO  [tetialiN  ottl\  ottie,  although  the  ^o\et  tttttettt 
h.id  t ei ottitttetitleil  this  litie  eifjht  times.  .\j>aittst  the  iot|)otale  delettdattls  the  m>vet titnetil 
had  t ec otittttettiled  total  littes  atttoitttt itt^  to  $2,.ah.a.(HI(). 

Ol  si^nilii.int  itileresi  was  the  slattd  |itdj»e  (..itiey  took  iti  the  setitetti  itig  ol  Si  Invaget Wood. 

I  he  jitilge  suggested  that  the\  lonld  at  that  little  ihatige  iheit  plea  Irom  gitilty  lo  tiolo 
(oniettdere,  a  jiositioti  whiilt  had  pte\iousl\  heett  detiied  ihettt  hy  the  jitsliie  Depat Itnettl. 

I  he  lollow  ing  t.ihle  sntnttiat  i/es  the  lot  potale  fines: 


(•c'cicrat  Ftc'clric,  l*t  coiiiils 

Xt:l7.5IMI 

Southern  States  Fcpiipinent,  2  counts 

Wc'sliiit'liciiisc  Flee  trie,  lit  cciiinls 

;I72/.IMI 

Molones  Flee  trie ,  .‘t  counts 

;(.5.INKI 

\llis-C  halnuTs,  H  counts 

l27,.'ilMI 

WaRiier  Flee  trie  ,  :l  counts 

27,OIKI 

Fc'clcral  l*ai  itic  F.lc-ciric,  t  counts 

f)5,lllMI 

Kuhhnan  Electric,  1  count 

III.IHIII 

l-T-F  (  ircciit  liicakcr,  <t  counts 

‘»2.5tMI 

Sc  hHa^er•\VcMMl,  1  count 

I.5,IMM1 

McC.ravs-Flclison,  7  coiinls 

ci.t.tllHI 

.Mlen-Rraclles,  1  count 

tll,IMMI 

l.app  Insulator,  counts 

I.5.INNI 

(  lark  (ontroller,  1  count 

2.'>.0INI 

Ohio  Krass,  t  counts 

l.t.INHI 

(  citler-llanuner,  2  counts 

t.5,tHi;i 

Porcelain  Insulator,  1  count 

73(MI 

Scpiare  1).  2  counts 

7.5,OIMI 

|osl\n,  counts 

^.t.lllMI 

Sani'anio  Electric,  2  counts 

I7/>IMI 

lluhharcl,  1!  counts 

Ill.tllNI 

(.ornell-Dcihilier,  1  count 

2tl,llllll 

\.  It.  (  liance,  2  counts 

I7.'.(MI 

II.  K.  Porter,  t  counts 

.MI.INHI 

Fill'  si(-.ini  loiMlfiiM'r  inanulactiirfrs,  I  iiiiiiit  5K7,rtlNI 

.Sloi  kholdet  s  ol  .Sotilhern  (loloiado  Power  ( .o.  will  sole  .it  .1  special  eleilion  Keh.  liS  on  llie 
|>io|H>sed  merger  with  (lentral  Electrii  ik-  (ias  (.0.  (KW’isi.  lehinars,  p  .‘ka).  I  he  lombineil 
lonipaniis  would  he  named  Westein  I’ossei  )k  (.as  (lo. 

\  l>ill  exempting  two  Tacoma  (lily  Light  dams  Irom  piosisions  ol  a  ness  Washington  si.iie 
law  h.n  i  ing  d.mi  i  oiisli  iii  tion  on  the  (losvlil/  Risei  was  appiosed  hs  the  .Senate  Puhlie  I'lili 
ties  (loimniitee  .it  ()lsm|)ia  hut  mas  laie  tough  going  the  rest  of  the  sv.is  thiough  the  legisla- 
liiie.  where  a  two  thirds  m.ijoiiis  in  hoth  hraiiihes  is  leipiiied  lot  enaitmenl. 

I'niess  .111  amendmi'iit  is  seiuied  to  exempt  the  laioma  dams,  loml  action  pioh.ihls  will  he 
ncic'ssais  lot  c  l.n  il  ic  at  ion.  And,  aicoicling  lo  (.oseiiioi  Rosellini.  ss  ho  sass  he  suppoileil 
initialise  L!.a  on  the  basis  it  would  not  .illeci  the  l.ii  oni.i  ties  elopnieni  (which  had  pi  ioi  M’( . 
.iiilhoi  i/.ilion).  no  sl.ile  .igenc  s  w  ill  hi  ing  suit  lo  deleiinine  its  salidils. 

Also  heloie  till'  \\  .ishinglon  legislal ni c  is  a  hill  that  would  rec|uire  I’flDs  seeking  lo  ccni- 
clemn  niilils  properly  lo  hedd  a  public  sole  within  120  class.  The  h.illot  lesolulion  ssoulcl  he 
recpiiiecl  to  sl.ile  i  slimaled  cosi  .inci  ihe  melhoci  ol  linancing  ihe  ac  cpiisiiion  and  lo  oniline 
.ms  c  ompi  c'hensis  e  sssicin  .ind  pl.ni  ol  which  ihc-  c  oncleninai  ion  could  he-  a  jiari.  Repiisen 
l.ilises  ol  Seallle  and  laconia  base  poinleci  onl  lhal  ihe  hill  would  gise  I'UDs  ihe  liglil  lo 
lonclenin  municipal  piopeilies.  impossible  iiiidei  exisiing  laws.  Ken  hillingion.  exiciiiise  si-c 
ii  lais  ol  ihe  W  ashinglon  1*IM)  .\ssn.,  conlendicl  ihe  hill  would  pul  ihe  hiisiiuss  of  l*lM)s  inlo 
politic  s. 


WHAT'S  GOING  ON  IN  PCEA 
FOURTEENTH  IN  A  SERIES 


BULLETIN: 


Program  Set  for  (Conference  at 
Ambassador  Hotel,  Los  Angeles, 

April  6th  and  7th 


Bv  llarvev  K.  Breekeiiridj  {e,  Kcgioiial  Maiiat'cr,  Ebasto  S€r\i<rN,  liit..  Chairman,  Ent'iiicerini'  and  Operating  Section, 

I'.C.E.A. 


carrying  out  their  assignments — Engineering  Design 
(R.  L.  Mellers,  Westinghouse  Elec.  Corp.) ;  Hydro 
Generation  (H.  R.  Daniels.  P.G.  &  E.) ;  Steam  Gen¬ 
eration  (A.  L.  Guidero,  Southern  Calif.  Edison  Co.) ; 
Overhead  T  &  D  (R.  E.  Campbell.  ALCOA);  Under¬ 
ground  T  &  D  (H.  J.  Randolph,  Randolph  Engineer¬ 
ing  Corp.);  Substation  (R.  G.  Petersen,  I-T-E  Circuit 
Breaker  Co.)  ;  Meter  (D.  K.  Foulkes.  General  Electric 
Co.) ;  System  Operation  (C.  J.  Nevitt,  San  Diego 
Gas  &  Elec.  Co.) ;  Communications  (W.  L.  McCabe. 
Sierra  Pacific  Power  Co.);  Transportation  (C.  R. 
Stanley,  P.G.  &E.). 

Arrangements  for  the  luncheon  speakers  are  in  the 
hands  of  H.  P.  Hostetter,  Elliott  Co.,  and  R.  W. 
Spencer.  Southern  Calif.  Edison  Co.  Registration 
will  be  handled  by  J.  H.  Goodell,  Bechtel  Corp.; 
Hotel  Arrangements  by  R.  A.  Young,  R.  A.  Young 
&  Co.;  and  “Props"  by  C.  B.  Bennett,  Fluor  Corp. 

No  report  would  be  complete  without  acknowledging 
the  ever-available  assistance  of  my  capable  Vice 
Chairman.  H.  S.  “Skip”  Warren.  Rome  Cable  Div., 
ALCOA. 


For  several  months  the 
Guidance  Committee 
members  of  the  Engi¬ 
neering  and  Operating 
Section  have  been  foc¬ 
using  their  interest  and 
efforts  on  the  program 
for  the  conference  to  be 
held  at  the  Ambassador 
Hotel.  Los  Angeles. 
April  6  &  7. 

Some  of  the  subjects 
under  consideration  will 
be  handled  through  the 
presentation  of  prepared  papers,  some  as  panel  dis¬ 
cussions,  and  some  as  round-table  discussions.  We 
have  endeavored,  however,  to  time  the  program  so 
that,  regardless  of  the  type  of  presentation,  there 
will  be  ample  time  for  questions  and  discussion  from 
the  floor. 

I  would  like  to  identify  the  Discussion  Group  Spon¬ 
sors  and  commend  them  for  their  diligence  in 


PACIFIC  COAST  ELECTRICAL  ASSOCIATION 

Questions  and  suggestions  on  any  PCEA  acthAty  are  inuited. 
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At  C^heyeniic,  the  Wyoming  House  of  Represcntalivcs  has  passcil  a  bill  to  exempt  munici¬ 
pally  owned  iitilitit's  from  regulation  of  the  Wyoming  Fublic  Service  Commission.  Rep.  td 
Herschler  (1))  leil  the  opposition,  (ontending  that  the  bill  would  take  rale  making  “out  of  the 
field  of  lair  return  on  investment."  Rep.  Walter  Phelan  (I))  («mtended  the  principle  of 
municipal  autonomy  was  involved. 

I'he  Wyoming  House  also  has  passeil  a  bill  that  would  enable  a  state  PSC  employee  to  con- 
<luct  hearing.s  on  utility  applications.  Under  the  present  statute  at  least  one  of  the  three 
commissioners  must  (ondiut  the  hearing. 

.\  bill  to  set  up  a  state  electrical  l>oard  to  promulgate  and  enforce  regulations  for  electrical 
construction  work  was  killed  by  the  Wyoming  House  ol  Representatives,  21-21.  I  he  boaril 
would  have  been  composed  of  five  members— one  licensed  electritian,  one  licensed  electrical 
conlrattor,  the  state  lire  marshal,  one  representative  of  the  National  Board  of  Fire  Under¬ 
writers.  It  would  have  named  a  stale  eledrical  inspector. 

In  Oregon  the  legislature  is  considering  a  bill  aimcxl  at  preventing  future  duplication  of 
electric  facilities  by  strengthening  certilicate  of  necessity  provisions  of  the  state  utility  c*Kle. 
Opjjosilion  has  come  mainly  Irom  pid)lic  power  agent  ies,  not  now  regidated  by  the  Public 
Utilities  (amnnission. 

House  vmd  senate  bills  proposing  that  the  .Salt  River  Projet  t  anti  similar  agricultural  im- 
prt)vement  tlistricis  pay  taxes  tm  pt>wer  generating  and  distribution  facilities  have  been  in- 
irotlucetl  intt)  the  .\ri/t)na  legislature.  The  senate  projjosition  woultl  permit  continuetl  lax 
exemptit)!!  t)f  the  Salt  River  Pntject’s  irrigatittn  facilities  anti  electrical  generatitig  etpdp- 
menl  anti  transndssitm  usetl  to  serve  its  own  members.  I  he  house  proposal  woultl  exempt 
only  irrigation. 

(irantl  jury  prttbe  of  the  Cirant  County  PLU)  of  Fphrata,  Wash.,  was  entleil  jan.  27.  .\  50- 
page  report  rectmimentled  tightening  t>f  state  laws  afflicting  public  agencies  with  respect  to 
contracts  and  rettird  keeping.  It  alst>  asketl  legislation  tt)  ban  public  officials  frtnn  accepting 
gifts  and  mtKlification  of  the  “attorney-t lient”  privilege  tt)  permit  lawyers  to  testify  freely 
to  grantl  juries  ttmteridng  actions  that  may  involve  tomipiitm.  The  investigation,  which 
was  starleil  in  ,\ugust  1‘>5H.  covereil  adivities  in  tonnedion  with  the  building  of  Priest 
Rapids.  Fratik  Bell,  Flphrata  businessman,  was  indicted  on  perjury  charges  anil  .\Ierritt- 
Chapman  &:  .Scott  Corp.  pleaded  no  cotitest  on  bribery  charges. 

.Simthern  (iaiifornia  Edison  Ca).  has  lK‘en  nominated  for  the  Edison  .\ward,  with  .\meri(an 
tledric  Power,  (leoigia  Power  and  Pennsylvaida  Lledrii  lompaides.  Fhe  Edison  nomination 
is  “for  its  leadership  iti  the  development  and  promulgation  of  advanced  management  policies 
that  have  resulted  in  close  integration  ol  the  management  team  and  in  expediting  deiisions 
on  specific  problems  at  all  levels  of  supervision;  and  for  an  outstanding  load  development 
program  that  has  resulted  in  achieving  national  leadership  lor  the  installation  of  .Medallion 
homes.” 

'Fhe  Western  region  meeting  of  the  National  .\ssocialion  ol  Lighting  .Mainletiance  Con- 
iralors  will  be  held  at  the  St.  Francis  Hotel  in  .San  Francisco  February  20  atul  21.  'Fhose 
interested  in  attending  should  notify  R.  L.  .Merriam,  F.  L.  Roseidierg  Co.,  .SI7  Washington 
St.,  Oakland,  California. 

Puget  .Sound  Chapter,  NE(;.\,  has  urged  the  .Seattle  City  Council  to  direct  (,ity  Light  to 
handle  underground  distribution  construction  under  contract  rather  than  with  its  own  crews. 
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1  he  utility  i^  planning  to  spend  some  in  removing  overlteail  lacilities  adjacent  to 

the  I‘>h2  exposition  site. 

(lilies  may  impose*  a  si«le*s  lax  on  utility  servitt“s,  llie  XN'ashington  stale  legislature  was  as¬ 
sured  Feh.  ‘I  hy  Attorney  (leneral  |ohn  |.  O'Clonnell.  I  he  legal  opinion  was  retpiested  hy 
Daniel  |.  Lvans  of  Seattle,  Republican  Hoot  leatler  in  the  House,  to  guiile  the  legislature  in 
helping  (ilies  lind  additional  sources  ol  lax  revenue.  sales  lax  could  apply  oidy  to  the 
hasit  utility  (barge,  not  to  any  surcharge  basc“d  on  (piality  ol  service  <»ver  the  basic  (barge, 
OX.onnell  ruled. 

(lalilornia  (lovernor  Kdmund  (i.  Brown  in  his  budget  message  (ommitted  his  administra¬ 
tion  to  pi  (Heeding  as  (piickly  as  possible  with  the  high  level  Oroville  Dam  and  power  |>lant 
without  delayed  staging  as  retommended  by  (onsulting  engineers.  C.ovetnor  Brown's  “water” 
budget  submitted  to  the  stale  legislature  totals  S5H  million,  of  which  nearly  .'*>.^5  million  are 
earmarked  for  construdion  and  site  adjuisition  during  the  fiscal  year  beginning  |uly  1. 

About  half  is  budgeted  lor  work  in  the  Oroville  area,  induding  (onstriu lion  of  the  diversion 
tunnel,  (amslnution  of  the  dam  itself  is  due  to  begin  in  late  lll()2  or  early  Ihti-I.  I’owei 
plant  (a|>a(ilv  will  be  (iOO.hbh  kw. 

(Jiailc*s  F.  Lute,  Walla  Walla  attorney,  has  been  appointed  Bonneville  Power  administrator 
siuteeding  Dr.  \\  illiam  .\.  Pearl.  He  served  in  I ‘Ml  and  I ‘Mb  on  the  legal  stall  of  BPA  and 
lor  a  short  period  in  l‘M‘>  as  legal  consultant  to  the  Sedelary  of  the  Inlet  ior.  Interviewed 
at  Walla  Walla,  he  said  he  plans  two  major  changes  in  jjolicy:  he  will  seek  electric  power 
Irom  the  new  convertible  production  reactor  at  .XLL's  Hanford  Works  for  the  BP.V  system; 
will  put  BP.\  in  the  forefront  of  efforts  to  attract  new  industries  to  the  Northwest.  He  stated 
that  he  believes  the  proposed  (A'.V  is  a  “dead  issue.” 

An  interc“sting  development  in  the  lumintnis  ceiling  situation  has  been  the  entraiue  by  elec¬ 
trical  (ontradors  into  the  business  of  contracting  for  entire  ceilings,  acoustital  and  luminous. 

I  bis  trend  was  started  when  .Schwarl/  &  I.indheim  organized  Lnited  Lighting  ik  (Ailing  as  a 
separate  companv.  The  latter  has  become  a  manufacturer  only,  selling  through  distributors. 
Sdiwart/  Jk  I.indheim,  however,  is  back  in  the  (eiling  business  with  its  United  Acoustits. 
(aK)jjman  Llectrit  Lo.,  San  Francisco,  has  a  subsidiary,  .Xmerican  Ligbting.  (iharles  F'arrel  (!o. 
has  Fngineered  Ceilings.  Celcon  is  the  (ompany  which  (iuperiino  Eledrit  has  organized. 
.Meanwhile  Pinney  (io.  has  gone  the  other  diredion  and  entered  the  eledrital  (onirading 
business. 

Electrical  Maintenance  Engineers  .Vssn.  of  Northern  California  has  Uiken  in  all  the  offiters 
and  members  of  the  (iontra  Costa  Branch  of  E.MF'.V  of  California  headtjuartered  in  l-os  .\n- 
geles  as  the  result  of  negotiations  that  have  been  going  on  between  the  two  organizations  to 
unilv  them.  I  he  boards  of  diredors  of  the  two  organizations  met  and  det  ided  that  a 
northein  (California  organization  was  more  to  their  liking.  .\t  a  meeting  sdieduled  for  Feb. 

at  Walnut  (Creek  the  affiliation  will  be  (Mmpleled  and  members  of  the  (Contra  (Costa  group 
will  be  admitted  without  further  dues  until  the  next  annual  dues  (olleclion.  Flovd  M(Neil, 
(hairman  of  the  (Contia  (Costa  group,  will  be  on  the  board  of  diredors,  |a(k  .Singleton, 
president  of  the  organization,  has  annoumed. 

E.  M.  Rudy,  an  eledri(,d  (ontradoi  lor  eight  seats  in  the  Sant.i  (Chita  .ind  .S.in  .M.ileo  aiea, 
has  joined  the  stall  ol  San  .Mateo  (County  (Chapter,  National  FCleciri(al  (Coniradois  .\ssn.,  as 
assistant  manager  to  Robert  (Coleman.  He  will  devote  titudi  of  his  energy  to  s.iles  protnoiion 
progi.mts  ol  the  dtapter. 

.\  $2.5  wiring  allowance  for  any  service  change  has  been  given  to  dealers  in  the  .Sanl.i  (Claia- 
San  Benito  (Counties  area  under  a  plan  by  the  eledrital  (onstrudion  industry  ol  those  (oun- 
lies  through  its  Industry  Fund.  I  he  coopetalive  advertising  progratn  has  been  olfered  the 
.Xppliame  Dealers  .\ssn.,  tying  in  with  Dryer  Month  of  Patilic  Cas  and  Eledrit  (Co.  Dealets 
who  agree  to  use  and  recommend  only  lotal  union  eledrical  (oniradors  lot  ttetessary  servite 
(  hatiges  atid  electrical  work  were  issued  certificates  worth  $25  to  be  given  to  their  ( ustomet  s 
pitrchasing  an  eledrital  appliance  that  retjuired  sitch  a  service  diange.  H.  F.  (iunderson,  (o- 
ordinalor  lor  the  industry  grouj),  dedared  that  in  the  short  period  of  two  months  over  (iO 
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slu  li  jobs  were  (oinplelecl  ;iiul  it  served  a  iwo-lold  purpose  ol  increasing  work  volume  iluring 
a  slack  season  aiul  ol  getting  this  phase  ol  work  lor  (pialilied  electrical  contractors. 


jack  Hacker  has  taken  over  the  resjMmsihilities  of  .\l  J.  Mc(aitchc*on  as  KMUclinator  lor  the 
Klectrical  (lontractors  Division  ol  the  San  Diego  Bureau  ol  Home  .Vpjjliances.  Hacker  has 
clone  much  work  in  connection  with  the  contractors  division.  He  is  on  loan  Irom  .San  Diego 
(.as  Ik-  tlectric  do.  to  the  hureau  to  head  up  this  activity.  Mcdutcheon  has  been  promoted  to 
director  ol  lighting  sales  lor  the  utility.  The  tlectrical  dontractors  Division  ol  the  hureau 
plans  a  special  indoor  and  outdoor  lighting  display  at  the  annual  Spring  Fair,  opening  April 
28  in  Balboa  Park.  About  a  hall  acre  ol  the  Balboa  Park  grounds  will  be  devoted  to  displays 
ol  technic|ues  lor  lloodligbting  ol  trees  and  gardens  just  outside  the  exposition  building. 

.\n  institute  for  c'stiinators  is  pro|M)sed  by  (ieoige  Harter,  manager  ol  the  Santa  dlara-San 
Benito  (Chapter,  Ntd.\.  In  addressing  several  groups  in  the  industry,  Harter  has  mentioned 
the  dependence  ol  contractors  u|M)n  estimators  to  run  a  major  part  ol  their  business  and  that 
many  are  not  cpialilied  and,  although  they  go  Irom  one  to  another,  they  bring  linancial  dis¬ 
aster  to  those  lor  whom  they  woik.  .Some  sort  ol  a  cpialilying  and  grading  institute  should  be¬ 
set  up  by  the  industry,  he  advocates. 

(ialilornia  Department  ol  Public  Works  has  raiscxl  the  ante  for  prec|ualification  of  all 
contractors  to  bid  on  construction  projects,  both  lor  highways  and  building  projects  su|)er- 
vised  by  the  State  Division  of  .\rchitec ture.  Whereas  the  |>revious  precpialilic ations  were  re- 
cpiired  on  projects  estimated  to  cost  more  than  .S5,00(l,  the  limit  was  boosted  to  .^SO.OOO. 

Program  details  lor  the  annual  tri-district  meeting  ol  Districts  b,  8  and  9,  National  tlec¬ 
trical  Contractors  Assn.,  at  Fairmont  Hotel,  San  Francisco,  .April  26-29,  are  not  firmed  to 
the  point  ol  announcement  but  the  meeting  is  being  planned  now  by  the  three  vice  presidents 
and  Fred  Wider,  .San  Francisco  general  chairman.  First  announcement  ol  the  meeting  has 
gone  in  the  mail  to  Nt(i.\  members  in  the  States  ol  Colorado,  .Montana,  Idaho,  l!tah,  Ore¬ 
gon,  Washington,  .Alaska,  California,  Nevada  and  Hawaii.  Some  100  are  expected  to  attend. 

I  he  three  vice  presidents,  Howard  Bailey,  .Seattle,  District  6,  (iharkS  Berrell,  Salt  Lake  (iitv. 
District  8,  and  Norman  Ferguson,  San  Diego,  District  9,  will  take  turns  presiding  over  the 
various  section  meetings.  1  he  lirst  day,  Wednesday,  will  be  devoted  to  separate  district 
meetings  as  will  Fhursday  morning.  .Alter  an  opening  luncheon,  the  three  districts  will  meet 
jointlv  to  discuss  various  national  allairs  in  a  lamiliar  pattern  until  .Saturdav  noon.  Flmil 
Weber,  president,  .San  Francisco  (ihapter,  has  invited  the  entire  group  to  the  annual  .San 
Francisco  Chapter  dinner  and  installation  ol  ollicers  .\pril  29. 

The  simplified  wiring  tables  proposed  as  a  compromise  ai  the  hearings  on  the  revision  ol 
('.alilornia's  Flecirical  Safety  Orders  seem  to  be  meeting  willi  lavniable  response.  Fhe  table 
would  be  a  substitute  lor  Fable  I— Maxitnum  .Mlowable  ( iitrrent  ( iarryitig  Capac  ity  ol  (ioti- 
diKtors  in  .\tnpetes  in  Sizes  from  No.  If  to  1,990  Mctn.  Fheie  are  two  sitnple  colutnns,  one 
lot  nottcontinuous  duty,  the  other  cotitinuous.  Cotititiuous  loads  are  those  where  it  is  ex¬ 
pected  that  total  (oimected  load  will  cotititiue  lot  periods  ol  at  least  lour  hours  iti  a  21-hout 
peiiod.  Lighting  atid  heating  loads  are  so  considered,  where  tnotot  loads  are  tiot  considered 
as  cotititiuous.  Fhe  com|)t(>tnise  table  was  worked  out  in  conlerence  by  a  committee  consist¬ 
ing  ol  Not  wood  Kenney.  Simplex  Wire;  Lou  Selclon,  Rome  Wire  is;  (i.tble:  .\.  B.  Smedlev, 
consulting  engineer  lot  the  W'ire  Jk-  Cable  Csers  Committee;  Fay  Frey,  municipal  utilities; 

Kent  (denn,  jnivate  utilities;  Sidney  Hill,  contractors;  .\rthur  \’eit,  electrical  inspectors;  and 
L.  L.  C.atlton,  (!:ililornia  .St;tte. 

Btitish  (iolutnbia  electrical  industry  celebratcxl  National  Electrical  Week  with  an  Electrical 
Trade  Show  in  the  (iarclen  .\uclitotiutn  of  the  Pacific  National  FNposition,  X'ancouver,  Feb. 
9-11.  It  was  sponsorc-d  by  the  Electrical  .Service  League  ol  B.  i'..  Some  75  major  manulac tureis 
.ind  distributors  in  western  (ianada  participated. 

Why  contractors  lose  money  was  investigated  by  a  research  tc-am  employed  by  the  Los  .\n- 
geles  Electrical  Bid  Dejiository.  It  came  up  with  some  69  pages  ol  conclusions  and  recom¬ 
mendations.  Willi.nn  B.  Log;m  N-  .Vssociates  conducted  the  research  with  a  confidential  cpies- 
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tioniiaire  as  well  as  personal  interviews.  .Some  23  rules  were  given  at  tlie  eonelnsion  for 
putting  profit  back  into  the  subeontratting  business. 


From  the  Desk  of  Frank  M.  Warren,  President 
Northwest  Eleetric  Light  &  Power  As.sn. 

Conference  time  will  be  upon  ns  shortly,  and  eadi  (onfereme  diairman  seems  determined 
that  his  meeting  shall  be  the  best  ever.  The  schedule  of  NKI.P.Vs  meetings  are  as  follows: 

Engineering  &  Operation  Section,  joint  with  Personnel  ik-  .Safety  .Section  and  Purchasing 
Committee,  April  2(')-28,  Sheraton-Portland  Hotel,  Portlaml,  Ore.;  .Accounting  fk  Rusinc'ss  Prac¬ 
tice  .Sc“ction,  .May  21-2(),  Rogue  V'alley  Country  Clul),  .Medlord,  Ore.:  .Vnnual  Meeting,  .Sept. 
20-22,  Sheraton-Portland  Hotel,  Portland:  Business  Development  .Sc*ction,  joint  with  Rate 
Research  Committee  and  Public  Relations  Ik  .Vdverlising  Committee,  Oct.  Iti-lS,  Davenport 
Hotel,  Spokane,  Wash. 

Waldo  Enns,  Portland  Cieneral  Electric,  chairman,  and  Ralph  Radhmd,  lUah  Power,  vice 
chairman  of  the  Engineering  &  Operation  Sc^ction,  have  been  working  industriously  with  their 
committee  chairmen  to  put  together  a  top-notch  program  lor  the  F.JkO  toiderence.  Fhe  pro¬ 
gram,  which  will  boast  of  speakers  from  top  manufacturers'  representatives  to  college  presi¬ 
dents,  is  now  being  finali/eil.  .\  full-blown  program  announcement,  including  reservation  and 
registration  forms,  will  be  mailetl  to  all  NEI.P.\  members  about  six  weeks  prior  to  the  meet¬ 
ing.  Joe  Williams,  PCiL,  general  chairman  ol  arrangements,  and  bis  committee  have  and  will 
continue  to  spend  countless  hours  to  make  sure  that  delegates  and  wives  attending  the  meet¬ 
ing  will  be  provided  with  cordial  hospitality  indicative  of  the  City  of  Roses.  Management  of 
the  new  .Sheraton-Portland  Hotel  is  going  all  out  to  provide  the  best  possible  accommodations 
for  our  people. 

B<)b  Sc's.sion.s,  Idaho  Power  (io.,  chairman  of  the  Personnel  ik  .Safety  .Section,  is  well  under 
way  in  developing  a  program  of  great  importance  to  all  who  are  interested  in  problems  of 
personnel  and  industrial  relations.  Emmett  Kelly,  Puget  Power,  as  vice  chairman  of  this 
section,  ha.s  rc^sponsibility  of  developing  the  program  for  the  safety  section.  Kelly  says  the 
superb  safety  program  that  is  being  developed  for  the  meeting  is  no  accident.  The  Personnel 
Ik  .Safety  .Section  meet  jointly  with  the  E.'kO  .Sec  tion  and  the  Pine  basing  (iommittee  in  Port¬ 
land,  April  26-28. 

NELPA’s  Purchasing  and  Store's  Committee  has  built  a  record  lor  iidormative  and  interest¬ 
ing  programs  (sometimes  highly  controversial)  during  the  past  lew  years.  This  year’s  chair¬ 
man,  A.  H.  “Holly”  .Skillin,  PCE,  plans  to  see  that  the  leputation  of  his  committee  is  con¬ 
tinued  and  further  etdiancecl,  and  is  not  buying  second-grade  speakers.  Neither  purchasing 
agents  nor  suppliers  dare  stay  away  from  this  meeting. 

"Knowledge  and  Fnn  in  '61"  will  be  the  theme  ol  the  .\cccninting  X:  Business  Practice  Con¬ 
ference  in  .Medford,  .May  24-26,  according  to  Bill  Prentice,  Copco,  scxtioii  chairman  and  gen¬ 
eral  chairman  of  arrangements.  Emphasis  will  be  jilaced  on  "knowledge"  through  the  com¬ 
prehensive  program  developitig  nncler  Prentice’s  leadership.  Panel  discussion  on  pertinent 
)X)ints  of  o|)eration  will  be  presented,  which  will  bring  in  audience  jiartic  ipation.  Prentice's 
committee  on  arrangements  maititains  the  “fnn"  aspect  is  being  anangecl  in  balanced  pro¬ 
portion  to  make  the  conference  an  unforgettable  one  liom  both  standpoints  of  knowledge 
and  fun. 

For  the  first  time,  this  year  NEl.P.A’s  Businevs  Development  (ionference  will  Ih:  held  in  the 
fall  rather  than  in  the  spring.  Fhe  October  meeting  will  allow  discussion  on  sales  jnograms 
of  the  various  companies  at  a  time  when  plans  are  being  clevelo|)ecl  by  each  company  for  its 
coming  yc'ar’s  promotional  program.  I  bis  will  provide  better  program  correlation  and  an 
opportnidty  for  better  cooperation  between  utilities  and  distributors.  Darcie  White,  I'tah 
Power,  is  chairman  of  the  Business  Development  Section  and  is  supported  by  Lc-o  Chaffin, 
PCE,  as  vice  chairman. 

1  would  like  to  take  this  opportunitv  to  congratulate  Fi  ic:iRit:\i  Wtsi  on  the  iidtial  article 
of  the  “  I  bis  Is  .America  "  series,  which  appeared  in  the  |anuary  issue.  .Membei  companies 
in  .NEI.P.A  plan  to  make  wide  distribution  of  this  series  tinongh  company  publications  and 
other  means.  We  look  forward  to  futnie  articles  of  the  series. 
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Only  C-L-X 

^  Co«t.>%wAw«  L-9»N»«.«h« 

Sealed  Cable  Systems 
by  Simplex 
Can  do  so  Many  Jobs 
so  Well 

Simplex  C-L-X  is  a  packaged  combination  of  cable  and 
an  extremely  pliable,  corrugated  metal  sheath.  It 
requires  no  separate  duct  or  conduit  regardless  of 
environment.  It  is  available  with  steel  sheath  and 
plastic  jacketing;  and  with  copper  or  aluminum 
sheaths,  with  or  without  plastic  jacketing. 

A  -  ut  ■  l-.:f  n  ■- 

By  using  a  single  length  of  3-conductor  15KV  C-L-X 
for  both  underground  and  aerial  use,  a  Southeastern 
utility  company  saved  more  than  20,000  dollars  from 
what  it  would  have  cost  for  a  complete  underground 
duct  system. 

a-^.  -  I  ’  -  i 

Conduit  life  in  this  company’s  calcium  chloride  rec¬ 
lamation  building  was  only  6  to  9  months.  The 
conduit  was  replaced  with  a  C-L-X  cable  system  which 
—  after  two  years  of  operation,  shows  no  signs  of 
deterioration. 

An  East  Coast  petroleum  tank  farm  used  a  C-L-X 
8-conductor  cable  protected  with  PVC  for  direct  burial 
in  ground  that  was  saturated  with  oil,  gas  and  water. 
Result:  Perfect  performance  at  a  sizeable  savings 
over  conduit  systems. 

Only  Simplex  C-L-X  offers  you:  Exceptional  Strength 
. . .  Unequalled  Pliability  . . .  Protection  from  Liquids 
and  Gases  . . .  Faster  Installation  and  Lower  Costs. 
Send  for  Illustrated  Brochure  containing  Application 
and  Engineering  Data. 

Simplex  Wire &CABLE  (9 

CAMBRIDGE,  MASSACHUSETTS 
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Southern  Caltfomia  Edison  Company's  all-alummum  Talbert  substation 

ALL-ALUMINUM  . . .  and  ALL'S  WELL! 


True  to  a  pioneering  tradition,  Southern  California 
Edison  Company  recently  completed  its  first  ex¬ 
perimental,  all-aluminum  distribution  substation 
near  Santa  Ana,  California.  Among  the  significant 
findings:  Installation  costs  were  competitive  with 
the  cost  of  similar  steel  structures;  the  new  sub¬ 
station  is  operating  as  satisfactorily  as  similar  steel 
structures. 

Anderson  Electric — pioneer  in  the  development 
and  use  of  aluminum  substation  connectors  — 
supplied  the  aluminum  weldment  fittings  for  the 
new  substation.  Anderson  Dura-WELD  fittings 


are  designed  for  ease  of  welding  and  fitting  of 
component  parts  .  .  .  important  cost-saving  factors. 

In  addition,  Anderson  fittings  provide  long- 
range  economy  by 
giving  permanent, 
trouble-free  connec¬ 
tions.  Write,  or  ask 
your  Anderson  rep¬ 
resentative  for  de-  ^ 

tails  on  sizes  and  I 

4-^  Shown  above  is  an  Anderson 

designs  to  meet  all  ...  .  ,  , . 

^  double  conductor  weldment  ter~ 


your  needs. 
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IDERSON  ELECTRIC 

Research! Quality  ! Performance ! in  Aluminum  and  Bronze  Products 

L  ANDERSON  ELECTRIC  CORPORATION 

BIRMINGHAM  1,  ALABAMA 


Aluminum  and  Bronze  Power  Connectors  •  Clampe  •  Fittings  •  Accessories  for  substation  •  transmission  •  distribution 


